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You REALLY 
DONT 
REMEMBER 
ANYTHING. 
ABOUT LAST 
NIGHT...? 
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WITH ALL THESE 
SOLDIERS AND TANKS, 
THEY'RE BEING EVEN 
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SHOULDNT SN 
REMEMBER... VA 

“| THAT GIRL... | 


RIGHT... | 


NORMALLY, À 
SHADOW IS PART 
ONLY SHE OF AN EIDRON, 
CARRIES THE THEY CONTROL 
adia ITAS IF IT WERE 
IR BODY... 
A HUMAN AND RP E DE 


RIFA IS DIFFERENT. 


WHEN RIFA'S 
HUMAN MIND 
I5 AWAKE, HER 
SHADOW SLEEPS, 
BUT WHEN RIFA'S 
HUMAN MIND LOSES 
CONSCIOUSNESS, 
HER SHADOW 
AWAKENS. 


AND, HER SHADOW 


FIGHTS ONLY 
UNTRI 
CEE NoRO TO WIN, WITH NO 
WON'T LEAVE OTHER EMOTIONS. 
SUCH A MENACE RIFA'S SHADOW IS 
ALONE... THE STRONGEST 
WHAT HAPPENED AMONG US ALL. 
TWELVE YEARS 
AGO WILL BE 
REPEATED. 
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IT WON'T 
BE JUST FROM THERE, 


AN EIDRON REVIVAL 


RESEARCH TEAM 

te Beda AND THE ENTIRE 
ISLAND THEY WERE 

ON VANISHED... 


IT'S ALL HAPPENING 
AG 


RETURN T'VE ALREADY p= Just THAT'S 
TOTHE TOLD YOU! THIS ARE BOTH cive us  RIGHT!! 
tj REFUGEE AREA IS BEING OUT... WE AN HOUR TO COME 
SHELTER SEALED OFF... WE CAN'T, DONT | GET THINGS ONI! 
AND WAIT T CAN'T PERMIT É) LIVE LIKE any exe | FROM OUR 
FOR THE AID YOU TO ENTER!! sy THIS! | cromesi ALL) HOUSES!! 
SUPPLIES!! - OUR IMPORTANT 
THINGS ARE IN 
- OUR HOMES! 
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SAYING WE 
CAN'T LEAVE 
THIS AREA 


witHour THE À 
ARMY'S PER- |! 
MISSION, WHAT 


BELIEVE ME... 


You Too 
Bur... , & ju | WERE CAUGHT 
IF you FEEL AVNÁ, UP IN THIS. 
RESPONSIBLE y 
YOU MUST... 4 
WHAT'S GONG | 
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ITS 
SEAL 
Has 
BEEN 
UNDONE 


HAMA 


VERIUR- 


VERIUR- 
SAMA 


